To:  Peter  Foster[pfoster@wrightwater.com] 

Cc:  Christenson,  Dave[Christenson. Dave@epa.gov];  Stevenson, 

Peter[Ste  venson . Peter@e  pa  .gov] 

From:  Patterson,  Molly 

Sent:  Mon  8/10/2015  6:17:49  PM 

Subject:  RE:  Domestic  Water  Well  Samples 

21050810  mp  Water  well  test  locations.xisx 


Hi  Peter, 


Attached  is  the  spreadsheet  with  the  requested  information  for  the  dates 


of  8/8/1 5 and  8/9/15. 


Thank  you! 


Molly  Patterson 


From:  Peter  Foster  [mailto:pfoster@wrightwater.com] 

Sent:  Monday,  August  10,  2015  6:53  AM 

To:  Patterson,  Molly  <Molly. Patterson@WestonSolutions.com> 

Subject:  RE:  Domestic  Water  Well  Samples 


Great. 


Thanks. 


Pete 
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Sent  from  my  Verizon  Wireless  4G  LTE  smartphone 


Original  message 

From:  "Patterson,  Molly"  <Mollv. Patterson@WestonSolutions.com> 
Date:  08/10/2015  6:37  AM  (GMT-07:00) 

To:  Peter  Foster  <pfoster@ wri ghtwater , com> 

Subject:  Re:  Domestic  Water  Well  Samples 

Morning  Peter, 


I'm  still  compiling  all  the  data  we  collected  from  yesterday.  As  soon  as  I have  a complete  list  (I 
should  have  one  completed  this  morning)  I will  email  you  a copy. 

Thanks, 

Molly  Patterson 
Assistant  Project  Scientist 
Weston  Solutions 
P: (303)729-6118 
C:  (850)748-2951 

Mollv.Patterson@westonsolutions.com 

On  Aug  9,  2015,  at  4:21  PM,  Peter  Foster  <pfoster@wrightwater.com>  wrote: 

Hi  Molly.  I met  you  earlier  in  the  small  conference  room. 

Can  you  give  me  a download  on  the  drinking  water  wells  that  have  been  sampled. 

Name,  Address,  date  and  time  of  collection,  notes. 

Thanks, 


1788719 
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Pete 


Peter  R.  Foster,  P.E. 

Vice  President 

Wright  Water  Engineers,  Inc. 

Over  50  Years  of  Service 

1666  N.  Main  Ave.,  Suite  C 
Durango,  CO  81301 


(970)259-7411 

(970)  259-8758  FAX 
HTTP://www.wnq  htwater.com 


BY  RECEIVING  THIS  ELECTRONIC  INFORMATION,  including  all  attachments,  the  receiver  agrees  that  this  data  may  not  be  modified  or 
transferred  to  any  other  party  without  the  prior  written  consent  of  Wright  Water  Engineers,  that  this  electronic  information  may  not  necessarily 
represent  the  information  shown  on  the  recorded  or  approved  final  developments  and/or  documents,  and  that  the  receiver  is  responsible  for 
verifying  the  information  contained  within  the  electronic  data  against  the  recorded  or  approved  final  documents.  This  privileged  and 
confidential  information  is  intended  only  for  the  use  of  the  individuals  named  above.  If  you  are  not  the  intended  recipient,  be  aware  that  any 
disclosure,  copying,  distribution  or  use  of  the  contents  of  this  message  is  prohibited.  Anyone  who  receives  this  communication  in  error  should 
notify  us  immediately  by  reply  e-mail. 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 

CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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